
BOYER HOTEL COURT 
5120 N. W. 39, Okla. City, Okla. 
West on 66 and 270 
Phone: WH 7-8179 



22 Modern Units — Air-Conditioned — Thermo¬ 
statically Controlled Heat — Tile Bath with 
Shower or Tub — Carpeted — Telephone — Free 
TV in every Room — Finest Restaurant Approved 
by Duncan Hines — Cribs — Large Playgrounds. 
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Homer Miller Co., P. O. Box 31, Oklahoma City 1, Okla. 
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